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Overview of regulation section 660.102:Cigarette Nicotine Yield Reporting 
Requirements 

• Reporting date - 1997 

• sampling 

• total nicotine content 

• % filter tip ventilation 

• Modified FTC testing - nicotine delivery - /v~ 

• Smoke pH 

Brands to test - 1997 ('C 

• maxwell report 

• review the data 
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• Marlboro 

• # of packings 

• Basic?? 

• # of packings 
Modified FTC conditions 

• puff parameters - 45/30/2 -... .. 

• impact to smoking machines - filtrona vs borgwaldt 

• 50% blocked ventilation as per taping 

• # cigarettes 

• nicotine determination 

• show reference data 

• Scientific impact 
Smoke pH 

• describe current process - ref. PRD and Battelle methodology 

• smoke parameters 

• # cigarettes 

• show reference data 

• scientific impact 

• non-validated method 
Resource impact - 1997 

• people 

• time 

• money 
Industry impact 

• methodology 

• different per company 

• no collaborative studies 
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PM3000376345 


Source: https://www.industrydocuments.ucsf.edu/docs/smwl0001 



Testing for 1998 

• >1.5% market share 

• Brands include 

• Marlboro 

• Basic 

• Benson & Hedges 

• Virginia Slims - slim cigarette (50% blocked ventilation) 

• Merit 

• sample pickup 

• Contact lab 

• future TITL involvement - ^ nr<- 

Resource impact -1998 
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